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“The  House  of  a  Thousand  Lanterns 
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FRONT  ENTRANCE  “Tkr«e  G’’  ™th  ^  gr°W‘ng  faC‘litieS 

Doorway— Overhead  &  Side  Panel  Lighting  further  widens  ltS  field  tO  “ Serve  T  OU 


UPSTAIRS  HALL 
Dual  Mirror  Lighting 
Stair  Rail  Lighting 
Continuous  Glass  Cove  Lighting 


In  addition  to  our  Famous  Lanterns,  we  s ho  w  the  Lfew  Trend  In  Lighting  Fitments. 

“Three  G”  again  points  with  pride  to  its  latest  collection  of  Lighting  Creations,  which 

also  features  Period  Designs. 


For  the  “ Better  Light  —  Better  Sight ”  campaign  we  offer  a  wide  selection  of  Designs 
Of  Original  And  Exclusive  Types.  These  new  numbers  are  being  received  with  great 

interest  wherever  shown. 


DINING  ROOM 
Continuous  Glass  Cove  Lighting 
China  Cabinet  Soffit  Lighting 
Bay  Window  Soffit  Lighting 
“HOLOPHANE  CONTROLENS”  Light, 


ng 


FRONT  HALL 
Dual  Mirror  Lighting 

Wall  Niche  Lighting 


Illustrations  -  Courtesy 
of  Brooklyn  Edison  Co. 


30  Important  locations  in  The  Edison 
r  House”  are  covered  by  Equipmc 


SEE  PRICE  LIST  FOR  UNDERWRITERS’  LABORATORIES  LISTING 


BRONZE  EXTERIOR  LANTERNS 


No.  4910 

Hg  2  4  Wd.  1  8"— Ext.  15  V' 

CLASS  Bottom 


No.  4916- 

Hg  20’  — Wd.  1 2" — Ext. )  4". 


No.  4914 

Hg.  18"—  Wd.  3 "-Ext.  )5%" 
Glass  Bottom 


FfNISHES-STAT.  BRONZE.  OR  BLACK 


1/6  SCALE 


CLASS-CLEAR,  FROSTED  OR  ANT.  AMBER 


1/6  SCALE 


No.  4904 

Hg.  20" -Wd.  11"  —Ext.  14" 


Pla  n 


Plan 


bronze  extersor  lanterns 


No.  4900 

Hg.  2  2"— Wd.  10"- Ext.  12” 
Class  Bottom 


No.  4907 

Hg.  1 8V2  Wd.  I  0"  -Ext.  1  3" 
Glass  Bottom 


1/6  SCALE 


1/6  SCALE 


1/6  SCALE 


CAST  BRONZE 


EXTERIOR  LANTERNS 


OTHER  DESIGNS  ON  REQUEST 


1/6  SCALE 


FINISHES-MAT.  BRONZE  POL.  HIGHLIGHTS  OR  SAT.  CADMIUM 

GLASS-SI LVERLITE  FROSTED  OR  FL.  OPAL 


Plan 


No.  43  60  — Ext.  12" 
Wd.  9"  x  9  " 

Hg.  30" 

1/8  SCALE 


Plan 


No.  4460— Ext.  16%* 

Wd.  12%"  x  12%" 

Hg.  47" 

No.  4410  — Chain  Pendant  Type 

1/6  SCALE 


Wall  Pocket 


Plan 


No.  4400— Ext.  6%" 
Wd.  1 2  %  " 

Hg.  42". 

1/6  SCALE 


b|ffWfiiri'i1»ii»r'ra 


eumpiiM  ,m«nu‘ 


No.  4566 


EXTERIOR 

LANTERNS 


Plan 


Wall  Pocket 


No.  47  60 


No.  4766 


No.  4765 — Chain  Pendant  Type 
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FINISHES-STAT.  BRONZE  OR  SATIN  CADMIUM 


CLASS-SILVERLITE  FROSTED  OR  FL.  OPAL 


1/4  SCALE 


No.  4428—  2-18"  Lumiline 
No.  4422 — 2-12"  Lumiline 


No.  803 — £xt.  5" 

No.  804 — Exterior  Type 

2  (T10)  Lamps 


No.  1804 —  1-18"  Lumiline 


Plan 


No.  4438 — 2- 1  8"  Lumiline 
No.  4432 — 2-12"  Lumiline 


WALL  POCKETS 


No.  4404— Ext.  4" 
No.  4414 — Exterior  Type 


No.  4405— Ext.  4 

Exterior  Type 


FINISHES-STAT.  BRONZE  OR  SAT.  OR  POL.  CHROME 


n 


5 


OPAL  GLASS 


1/4  SCALE 


Wall  Pocket 


No.  4406— Ext.  5^4" 


CLASS-OPAL  FINISHES-STAT.  BRONZE  OR  SAT.  CADMIUM 

■  6  . 


No.  7050— Wall  Pocket 


No.  7051 — 6"  Square  Glass 
Hg.  17" 

Wd.  814"  x  8*4" 
Ext.  8" 


1/4  SCALE 


EXTERIOR 


LANTERNS 


Made  of  COPPER 


jjijgBtj  ggjaagS! 


S  quave 


7244 


o.  244 — Pendant  T} 
No.  7245— Hg.  19 
Wd.  12"  x  12" 


No.  7242 


No.  242 — Pendant  Type 
No.  7243— Hg.  40" 


No.  245 — Pendant  Type  as  7245 


Wd.  17" 

Ext.  22" 

No.  243 — Pendant  Type  as  7243 


FIN1SHES-ANT.  COPPER,  VERDE  OR  BLACK  &  BRASS 
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1/4  SCALE 


EXTERIOR 


LANTERNS 


Made  of  COPPER 


GLASS-CLEAR  OR  FROSTED 


FINISHES-ANT.  COPPER,  VERDE  OR  BLACK  &  BRASS' 
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1/4  SCALE 


LANTERNS 


EXTERIOR 


Made  of  COPPER 


No.  4440 


CREATIONS 


CLASS-CLEAR  OR  FROSTED 


FINISHES-ANT.  COPPER  OR  BLACK  &  OLD  BRASS 


No.  445  — Chain  Pendant  Type 


1/4  SCALE 


EXTERIOR  LANTERNS 


Made  of  COPPER 


mm 


5102 


No.  5112 


i  f.VMV  it  it  u*r  **  ■  * 


CLASS-CLEAR  OR  FROSTED 


FINISHES-ANT.  COPPER,  OR  BLACK 


EXTERIOR  LANTERNS 


No. 


7246 


No.  8020 


No.  8000 — Hg.  30"  to  Loop 
Wd.  12" 


No.  8024 


8004 — Hg.  21"  to  Loop 
Wd.  10y2"  Ext.  14" 


EXCLUSIVE 

PERIOD 

DESICNS 


No. 


GLASS  ANT.  CRYSTAL  OR  ANT.  AMBER 

11  — 


1/4  SCALE 


EXTERIOR 


LANTERNS 


No.  5066— Ext.  9" 
No.  066 — Ceil.  Type 


No.  5026— Ext.  8%" 

No.  026 — Ceil  Type 

No.  5056 — 1"  Larger  Diam. 

No.  056 — Ceil.  Type 


N.o  5046— Ext.  IV2" 
No.  046 — Ceil. Type 


No.  067— Wd.  9"  Hg.  22"  to  Loop 
No.  068— Wd.  I  2"  Hg.  29"  to  Loop 


HAND  FORGED 


GLASS-FROSTED 


OR  ANT.  AMBER 


FINISHES-TWO  TONE-COPPER  &  SWEDISH  IRON 


No.  5036— Ext.  7" 
No.  036 — Ceil  Type 


1/4  SCALE 


Made  of  COPPER 


No.  513 

No.  1513 — With  Arm 
as  1503 


EXTERIOR  LANTERNS 


No.  3520— Ext.  13*4" 
No.  3305 — With  Lantern 
as  on  4513 


No.  335— Ext.  8" 

No.  305 — Less  Chimney 


CLASS-CLEAR  OR  FROSTED  OR  ANT.  AMBER 


No.  1503— Ext.  9%" 
No.  503 — Ceil  Type 


F1NISHES-ANT.  COPPER,  VERDE  OR  BLACK 


No.  4513— Ext.  8*4" 


1/4  SCALE 


EXTERIOR  LANTERNS 


wf 


Made  of  COPPER 


^j||pieplgjg 


No.  918— Ext.  8" 

No.  118 — Chain  Pendant 


No  3512 — Ext.  1314" 
No.  512 — Chain  Pendant 


No.  4665— Hg 

wd.  10  y2 

Ext.  12" 
No.  4664— Hg 

Wd.  6" 
Ext. 


GLASS-FROSTED  OR  ANT.  AMBER 


FINISHES-STAT.  BRONZE,  OR  VERDE  OR  BLACK 
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Made  of  COPPER 
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i&jfel&jisj 
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WOOD  POST 


STAINED 


aapaae 


CLASS  FROSTED  OR  ANT.  AMBER 


FINISHES-ANT.  COPPER  OR  VERDE  OR  BLACK 


JMM - 

1/4  SCALE 


EXTERIOR  LANTERNS 


Made  of  COPPER 


No.  4114 


No.  3114 — With  Arm 

as  on  No.  3516 


No.  114CB — Closed  Bottom 
No.  114 — Glass  » 

No.  114^ — Ceil  Type 


GLASS-CLEAR 


FROSTED  OR  ANT.  AMBER 
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No.  2014 — Cast  Bronze  Arm 
Ext.  10" 


No.  45CB — Closed  Bottom 

No.  45 — Glass  » 
Ext.  3%" 


FINISHES-ANT.  COPPER  OR  VERDE  OR  BLACK 


16 


1/4  SCALE 


EXTERIOR 


LANTERNS 


WALL  POCKET  TYPES 

Made  of  COPPER 


No.  74 — Ext.  4%" 


No.  136— Ext.  5" 


CLASS-CLEAR 


No.  156 — Ext.  4%"  FINISHES-ANT.  COPPER  OR  BLACK  &  OLD  BRASS 


No.  95— Ext.  3%" 


Plan 


No.  7234— Ext.  6" 


1/4  SCALE 


No.  35— Ext.  3  %  " 


No.  23CB — Closed  Bottom 
No.  23 — Class  Bottom 
Ext.  3%" 


EXTERIOR 


No.  54 — Ext.  4%" 


LANTERNS 


Made  COPPER 


No.  201 


No.  102CB  5%"x  10%",  to  Loop 


GLASS-CLEAR,  FROSTED,  OR  ANT.  AMBER 


No.  22CB — Closed  Bottom 

No.  22 — Glass  Bottom 
Ext.  3  %  " 


FINISHES-ANT.  COPPER  OR  VERDE  OR  BLACK 


18 
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1/4  SCALE 


No.  6866 


Made  of  COPPER 


No.  6860 


No.  6848 — Hg.  27" 

wd.  8  y2" 

Ext.  14" 


EXTERIOR  LANTERNS 


No.  7040— Hg.  19y2" 

wd.  6y2" 

Ext.  10" 


FINISH  -BLACK  &  OLD  BRASS  WITH  POLISHED 
CHROME  INTERIOR 


BEVEL  CLASS 


1/4  SCALE 


BBMBBBB5aggSS3S383 


Hg.  to  Loop  21" 
Width  13" 


No.  866 


No.  6712—9%"  x  10%"  Glass 
No.  6720—8%"  x  9y2"  Class 
No.  6725—11%"  x  11%"  Class 
Crystal  Polished  Class 


OTHER  DESIGNS  ON  REQUEST 


FINISHES  PEWTER  ,ANT.  BRASS 
OR  SWEDISH  IRON 


=  20 


1/4  SCALE 


' 


! 


CLASS-CLEAR  OR  FROSTED 


OTHER  DESIGNS  ON  REQUEST 


CLASS-CENU1NE  CLEAR 


OR  AMBER  FRESNEL  LENS 


No.  5644—4  Lights 
No.  564  3—  3  Lights 


LENS 


RED  OR  GREEN 


AVAILABLE 


FINISHES-POLISH  OR  ANTIQUE  BRASS 


WOOD  PILOT  WHEELS  STAINED 


21 


1  /4  SCALE 


mt 


CLEAR  OR  FROSTED 


CLASS-GENUINE  CLEAR 


OR  AMBER  FRESNEL  LENS 


OR  GREEN  LENS 


AVAILABLE 


:  V 


No.  5610 


Crystal  Etched  Class 


WOOD  PILOT  WHEELS 


STAINED 


5S. 

f| 
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No.  56  42 


FINISHES-  POLISH  OR  ANT.  BRASS 


No.  55  64 


1/4  SCALE 


tjivtrt&i&i* 


No.  4646 — Ext.  6%" 

No.  1646 — With  Arm  as  1636 


Pressed  Amber  or  Crystal  Giobe 


gilsssslaf  I; 


<amig-!  worn# 


No.  7430 


'm*i*¥*4T«**#*i?. 


No.  2683— Ext.  9%" 

No.  683 — Ceil  Type 

No.  2783 — All  Cast  Bronze  With  Wire 
Guard  &  Hinged  Lens  Bottom 


No.  1656— Ext.  9  M" 

No.  653 — With  Bkt.  as  on  4646 
No.  656 — With  Bkt.  as  on  646 


No.  853 

No.  653 — Less  Wire  Guard 


FINISHES-ANT.  COPPER, 


GLASS  GENUINE  CLEAR 

OR  AMBER  FRESNEL  LENS 


Made  of  COPPER 


COL.  BRASS  OR  BLACK 
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1/4  SCALE 


-oCO*»0  *>mZ-?0>2 


Made  of  COPPER 


No.  75 


No.  675 

No.  673 — Ceil- Type 


CLASS-CLEAR  OR  FROSTED 


FINISHES-ANT.  COPPER,  VERDE  OR  BLACK 


No.  606— Ext.  8" 
No.  603 — Ceil  Type 


24 


1/4  SCALE 


No.  906— Ext.  9%  " 

No.  2906 — With  Bronze  Arm 
as  on  2014 


25 


1/4  SCALE 


Made  of  COPPER 


No.  443 

No.  444 — Bkt.  Type  as  836 


EXTERIOR  LANTERNS 


No.  746— Ext. 

No.  743 — Ceil.  Type 
Clear  or  Amber  Globe 


No.  55 

No.  5  8— Wd.14" 


No.  383 

No.  386 — Bkt.  Type  as  836 


No.  381— Ext.  1V2" 


No.  836— Ext.  7" 
No.  833 — Ceil.  Type 


No.  252— Ext.  1  Vi"  GLASS-FROSTED  OR  ANTIQUE  AMBER 
No.  253 — Ceil.  Type 


FINISHES-ANTIQUE  COPPER  OR  VERDE  OR  BLACK 


26 


1/4  SCALE 


EXTERIOR  LANTERNS 

Made  of  COPPER 


No.  63 


No.  64 — Ext.  4  y2" 


CLASS-FROSTED  OR  AMBER 


No.  66 — Ext.  6  V2  " 


FINISHES-ANT.  COPPER,  VERDE  OR  BLACK 

-  27  ■■ 


1/4  SCALE 


EXTERIOR  LANTERNS 


No.  726— Ext.  7 Vi" 
No.  723 — Ceil.  Type 


No.  796— Ext.  1" 
No.  793— Ceil  Type 


No.  626 — Ext.  6V2" 
No.  623 — Ceil.  Type 


FINISHES-ANT.  COPPER,  VERDE  OR  BLACK 

. 28  - 


1/4  SCALE 


EXTERIOR  LANTERNS 


No.  1136— Ext.  11" 
No.  533 — Ceil  Type 


No.  4046 — 4"  x  6"  Frosted  Cyl. 
Ext.  9" 


No.  123 


No.  126 — Bkt.  Type  as  296 


GLASS-CRYSTAL  OR  ANT.  AMBER 


FINISHES-ANT.  COPPER  OR  VERDE  OR  BLACK 


No.  296— Ext.  1W 
No.  293 — Ceil  Type 


No.  4057 — 6"  x 


8"  Frosted  Cyl 


29 


1/4  SCALE 


■ 


No.  624 — Round 


EXTERIOR  LANTERNS 


Original  And  Exclusive  Types. 


Face  of  Cast  Bronze 
Wall  Plate  &  Arm  on 
No.’s  624-205-206 
69  -76 


“Three  G”  Period  Lanterns, 


AVAILABLE  AS  CEILING  TYPES 


FINISHES-ANT.  COPPER,  VERDE  OR  BLACK 


No.  7  6 — Round 


30 


No.  72 — Squan 


-Round  Top 


1/4  SCALE 


% 


No.  563 


No.  616— Ext.  8%"  No-  566 — Ext-  6V2" 

No.  613 — Ceil.  Type 


EXTERIOR  LANTERNS 


Made  of  COPPER 


No.  526— Ext.  4%  " 
No.  523— Ceil.  Type 


No.  346—  Ext.  5%" 


No.  306 — Ext.  1V2" 
Bevel  Class 


31 


1/4  SCALE 


No.  5504— Ext.  3" 


.FINISH  -ANT.  PEWTER 


3  2 


1/4  SCALE 


1/6  SCALE 


x 


1-18"  Lumiline 
No.  778  —  Corner  Wall  Pock'5* 

No.  87  8 — Flat  Wall  Pocket 


MODERN  CREATIONS 


FINISHES-  SATIN  C  OR  SATIN  C.WITH  GOLD  TRIM 


33 


1/6  SCALE 


No.  3080 — 3-1  8"  Lumiline 

No.  3020-3-12"  " 


No.  4020-4-12"  Lumiline 
No.  4080 — 4-18"  " 


No.  322 — 1-12"  Lumiline 

No.  328 — 1-18" 


FINISHES  -SATIN  CHROME  &  COLD  OR  BONE  WHITE  &  COLD 


No.  320 — 1  -12" 
Lumiline 

No.  380-1-18" 
Lumiline 


No.  2380 —  2-18"  Lumiline 


No.  2320 — 2-12"  Lumiline 
Crystal  Class  Rod 


|  SPECIAL  | 
LUMILINE 
FIXTURES 
TO  ORDER 


1/4  SCALE 


OTHER  DESIGNS  ON  REQUEST 


No.  3012-4-  12"  Lumiline 
2 -Medium  Sockets 
In  Metal  Bowl 
4  Glass  Fins 


No.  632-2-12" 

Lumiline 

No.  638-2-18" 
Lumiline 
Glass  Fins 


No.  4012—  4-  12"  Lumiline 
4-Medium  Sockets 
In  Metal  Bowl 
4  Glass  Fins 


No.  622-1-12" 

Lumiline 

No.  628-1-18" 
Lumiline 
Glass  Fins 


FINISHES -COPPER  BOWL  &  SATIN  C.  TRIM  OR  SATIN  C.  BOWL 
&  COPPER  TRIM 


No.  4002 —  4-12"  Lumiline 

No.  4008—  4-18" 

4- Glass  Fins 


1/6  SCALE 


No. 

No. 


2034 —  1  5"  x  1  5"  Ceil.  Plate 
Flash  Amber  Class  Plate 

4-12"  Lumiline 

2035 —  21"  x  15"  Ceil.  Plate 
2-18"  &  2-12"  Lumiline 


■  SPECIAL  ■ 
LUMILINE 
FIXTURES 
TO  ORDER 


No.  2036—21"  X  21"  Ceil.  Plate 
4-1  S'*  Lumiline 


No:  232 —  2-12"  Lumiline 


No.  238  —  2-18"  Lumiline 


No.  202 — 2-12" 
Lumiline 

No.  218 — 2-18" 
Lumiline 


No.  2820 — 1-18"  &  2-12" 
Lumiline 


No.  282-1-18"  &  2-12" 
Lumiline 


FINISHES-SATIN  CADMIUM  OR  BONE  WHITE 
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1/4  SCALE 


No.  1818 — 1-18"  Lumiline 
Flash  Amber  Glass 


No.  1120 — 1-12"  Lumiline  With 
Reflector,  Convenience 
Outlet  &  Switch 


Adjustable  Reflector  No.  1180-1-18"  Lumiline 


No.7775 — Vanity 
1-  18"  Lumiline 


No.  124 

1-12"  Lumiline 
&  Convenience 
Outlet 

No.  184 

1-18"  Lumiline 


No.  121  — 1-12' 
Lumiline 

No.  181  — 1-18" 
Lumiline 


FINISHES-SATIN  OR  POLISH  CHROME 

—  37 . . 


No.  120—1-12" 
Lumiline 

No.  180 — 1-18" 
Lumiline 


Plan 


1/4  SCALE 


No.  1672 — 2-12"  Lumiline 
No.  16  78 — 2-18"  Lumiline 


■  SPECIAL  ■ 
LUMILINE 
FIXTURES 
TO  ORDER 


No.  1652 — Ribbed  Opal  Class 
1-12"  Lumiline 

No.  1658 —  1-18"  Lumiline 

Continuous  Length  On  Request 


No.  1612— Ribbed 

Opal 

Lumiline 

Glass 

Ext.  3" 

1-12"  Lumiline 

No.  818 — 1-18" 

No.  1618—  1-18" 

Lumiline 

No.  1662 — 2-12" 

Lumiline 

No.  1668  -2-18" 

Lumiline 

Class  Rod  Facing 


CLASS— > 


No.  792  —  1 
No.  79  8_i 


12" 

Lumiline 

No. 

18" 

Lumiline 

No. 

220  F  1-12"  Lumiline 
Hg.  of  Glass  14" 

228  F  1-18"  Lumiline 
Hg.  of  Class  20" 


CLASS  SATIN  Fluted  OR  OPAL 

FINISHES-SATIN  OR  POLISH  CHROME  OR  BONE  WHITE  &  GOLD 
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1/4  SCALE 
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Lumiline  Continuous  Cove 


No.  6819 — Opal 


Glass 


Facing 


Corner  Members  Made  To  Order 


<-  METAL 


Lumiline 

Lumiline 


No.  992—12”  Lumiline 
No.  998—18"  Lumiline 


No.  12  2 — 1  2”  Lumiline 
No.  12  8 — 18"  Lumiline 


Plan 


No.  2220 — 12"  Lumiline 
No.  2280—  18"  Lumiline 


No.  212  0—12" 
No.  2180  -  i  8" 


Clear  Class  Rod  Facing 
18"  Lumiline  Metal  Ends 


FINISHES-SATIN  CADMIUM 


1/4  SCALE 


WALL  &  SUSPENDED  INDIRECT  COVE 


LIGHTING 
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No.  4060 


No.  4062 


No.  4055 


OTHER  DESIGNS  ON  REQUEST 
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1/4  SCALE 


I 


Corner  Wall  Pocket 


No.  670 T— Ext.  3%" 


No.  6107 — Ext.  2" 


No.  801 — Ext.  2' 


(TIO)  Lamp 

FINISHES-SATIN  OR  POLISH  CHROME  OR  BRONZE 
FLASHED  OPAL  CLASS 


4  1 


No.  6700 — Ext.  4  Vfe 


No.  805— Ext.  3" 
(TIO)  Lamp 


1/4  SCALE 


No.  816 — Lg.  18 
or  Bracket  or  Ceiling 


1000 — Glass  Cylinders 


No.  1814 — 14 

1  (T8)  L 


Cylinder 


LIGHTING 


SPECIAL  SIZES  ON  REQUEST 


No.  810— Ext.  4%" 

FINISH-SATIN  CAD  MIUM  -  GLASS  OPAL 


No.  6108— Ext.  No.  506  -  Ext.  3%"  V 

,s  .  .  '  ,  .  >  1  (T10)  Lamp 


42 
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1/4  SCALE 


No.  6110 — 30"  Long 
2  (T8)  Lamps 


No.  6111—30"  Long 
2  (T8)  Lamps 
No.  61  1  1  ^2  —  M"  Long 
2  (T10)  Lamps 
Open  Ends 


No.  6122 — 1  (T8)  Lamp 


Cast 


No.  6940 


Wall  Pocket 


PLAN 


No.  6941 


PLAN 


No.  6112 — Hg.  9" 

Ext.  3V2" 

1  (T10)  Lamp 


FINISHES-SATIN  OR  POLISH  CHROME 


OPAL  GLASS 


No.  6113— Hg.  15 
Ext.  4" 

1  (T8)  Lamp 


No.  6113!£ 

Hg.  1  1 "  Ext.  4" 
1  (T10)  Lamp 
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1/4  SCALE 


WALL  REFLECTORS 


No.  422 — 1-12"  Lumiline 
No.  488 — 1-18"  Lumiline 


Open  Bottom 


No.  312 _ 1-12"  Lumiline 

No.  318-1-18"  Lumiline 


Glass  Reflector 


No.  518 

Up  to  2  100  watt  Lamps 

Opal  Glass  Bottom 


No.  3  10 

Up  to  75  watts 


No.  4180— Opal  Glass  Leaded 
60  Watt  Lamp 
8"  Reflector 


Open  Bottom 


No.  407— Lg.  7  " 

No.  4  09— Lg.  12" 

No.  4078-  Length  19*4"  For  1-18"  Lumiline 
Opal  Glass  Bottom 


Special  Sizes  on  Request 


4  4 


1/4  SCALE 


No.  6102 — 3  Opal  glass  plates 

Opal  cylinder  globe 
Diam.  14”  Length  9 y2” 
No.  6142 — 4  Opal  glass  plates 

Opal  cylinder  globe 
Diam.  17  Length  11” 


Bowl  Lamp 


Silver 


No.  6120 — 18"  Diam.  For  150  watt 
No.  6116—15"  *  ”  100  watt 

No.  6121 — 22"  "  ”  200-300  watt  Med.  Base 

Crystal  Plate,  Etched  Surface 


OTHER  DESIGNS  ON  REQUEST 


No.  6312—12"  x 
No.  6316—16"  x 
No.  6320—18"  x 


1  2"  For  1  00  watt 
16" 

18" 


1  50  watt 

200-300  watt  Med.  Base 


Crystal  Plate,  Etched  Surface 


Bowl 


Lamp 


No.  6109- 

6114-  3 


3  1 2”  x  12”  Opal  glass  plates 
Opal  cylinder  globe 
Length  9y2” 

14x14  Opal  glass  plates 
Opal  cylinder  globe 
Length  9 %” 


Silver 


FINISHES-SATIN  OR  POLISH  CHROME 
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No.  204 — 4Y2"  Opal  Glass 
Up  to  40  Watt 


No.  608 — 6"  Glass 
Up  to  40  Watt 


OPAL  OR  IVORY  GLASS 


No.  404—4"  Glass 
No.  405—5"  " 

No.  406—6"  " 

Clear  or  Frosted  Glass 


Ivre  Glass 


Reflecto  Bottom  y 

No.  706—  Up  to  25  Watt 


No.  70 — 4"  Opal  Glass 
Up  to  60  Watt 


FINISHES  -SATIN  C.  OR  POLISH  CHROME 


No.  639 — 5  Yz  "  Doric  Opal  Glass 
Up  to  25  Watt 
Cast  Band 


No.  739— Up  to  60  Watt 
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1/4  SCALE 


No.  72  00 

Ant. Satin  Crystal  Class 
FINISH-  HALF  POLISHED  IRON 


No. 

No. 


•rame 


(Insert  Box  Size) 
Diarr..  1  1  "  Dp  5" 
775/12  —12"  Frame  Diam.  9"  Dp.  5" 
Opal  Class  Bottom 


( Insert  Box  Size) 

No.  785/14 — 14"  Class  Dish  Diam.  9"  Dp  5" 
No.  785/12—12"  Class  ”  Diam.  7  %"  Dp.  5" 

Opal  Class 


FINISHES- SATIN  CADMIUM  OR  ANT.  BRASS 


DISTINCTIVE  SURFACE  fir  SEMI-FLUSH  CEILING  TYPES 
FOR  EFFECTIVE  WIDE  AREA  LIGHTING 


No.  7210—12"  Class 

No.  7211  — 14"  " 
No.  7212 — 16"  " 

Ornament  Goldtone 

Opal  Glass 


No.  1316 — 6% "  Class  Plate  — Wd.  12" 
No.  13 18—  8"  Glass  Plate -Wd.  14" 
Satin  Crystal  Class 


SEMI-FLUSH  TYPE 


1/4  SCALE 


- 


No.  3252  Indirect 


No.  7219 —  °Pal  G|ass 


No.  2009  —  10"  Glass 
No.  2209—12"  Glass 


V 


No.  1007 — 10"  Glass 
No.  807—  8" 

No.  1207—12" 

Cut  Design 


No.  1209—12"  Glass 
No.  1009—10"  Glass 
No.  1409—14"  Glass 
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IlllPlill 

«v>  >  « 


No.  8036 


No.  1006—12"  Glass 


No.  7220—10"  Glass 
No.  7221 — 12"  " 

No.  7222—14"  " 

No.  7223  -16"  " 


FINISHES-SATIN  CADMIUM  OR  ANT.  BRASS 
GLASS  OPAL 


No.  7230—10"  Glass 
No.  7231  —  12"  « 

No.  7232—14"  " 


No.  712 —  8"  Glass 
No.  702—10"  " 

No.  732—12"  " 


1/4  SCALE 


No.  7213 — 10"  Glass 
No.  7214—12"  ” 

No.  7215—14"  " 


No. 

830—10" 

Glass 

No. 

832—12" 

It 

No. 

834 — 14" 

II 

Cast  Band 

No.  1039 


No.  840 


10"  Square  Glass 


10"  Class 
Cast  Band 


No.  510 

10"  Glass 
Crystal  Etched 


No.  8012—12"  Glass 
No.  8010 — 10"  * 

No.  8008—  8"  " 

No.  8014—14"  " 


No.  9083—  8"  Glass 
No.  9084—10"  " 

No.  9085—12" 

Ornament  Goldtone 


FINISHES-SATIN  OR  POLISH  CHROME— CLASS-OPAL. 
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No.  908—  8"  Class 
No.  910—10"  " 

No.  912—12"  " 

Ornament  Cold 


No.  9008 —  8"  Class 
No.  9010—10"  " 
No.  9012—12"  " 

Ornament  Gold 


No.  766 —  8"  Class 
No.  767—10"  " 

No.  768—12"  * 


No.  400S — With  Switch 


No.  808 —  8"  Glass 

No.  1008 — 10"  » 

No.  1208—12"  * 

No.  1408—14"  ’ 

No.  1608—16"  ” 


No.  867—10"  Class 

No.  868—12"  " 

Hinged  Frame 


No.  709 — 8  Ms  "Crystal  Etched  Glass 


FINISHES-SATIN  OR  POLISH  CHROME 


No.  2008 — 10"  Class 
No.  2  208—12"  Glass 


CLASS-OPAL 
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1/4  SCALE 


No.  1225 — Flashed  Opal  or  Silverlite  Class 
Lg.  24"  Wd.  12"  Dp.  5" 


Hinged  Frame 


Lens 


No.  1019 — Prism  Satin  Class 


No.  1030—  Satin  Crystal  Class 
Hinged  Frame  10y2"  x  1  0  %  " 
Depth  3  V2  " 


No.  106 — Flashed  Opal  or  Silverlite  Class  Sides 
6  V2  "  Class  Plate 
No.  108 — 8"  Glass  Plate 
No.  112 — 12"  Class  Plate 


No.  1032—10%" 
No.  1034—12%" 


Satin  Crystal  Class — Frame  12%"  x  12 Vz" 
Satin  Crystal  Class — Frame  14x/4"  x  1  4  " 

Hinged  Square  Frame 


No. 

109— 

9" 

X 

9" 

No. 

1 1  1  — 

1  1" 

X 

11" 

No. 

in¬ 

13" 

X 

13" 

No. 

ns— 

15" 

X 

15" 

Flashed  Opal  or  Silverlite  Class 


FINISHES -SATIN  OR  POLISH 


CHROME  OR  STAT.  BRONZE 
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1/8  SCALE 


No.  5094 

No.  5094/5  — 5  Lanterns 


No.  791— Ext.  7H" 


FINISHES-SWEDISfd  OR  RUSTY  IRON 


No.  5033 — Metal  Shades 


No.  5095 


No.  731 — Metal 
Shade 
Ext. 


HANGING  FIXTURES  4  FT.  OVER  ALL 


Wheel  18”  Diam. 

No.  3093 


WOOD  WHEELS 
STAINED 


No.  551— Ext.  6%w 


1/8  SCALE 


No.  5053/4 — With  4  Lanterns 
Wood  Barrel  Stained 


No.  892 — Ext.  6J/4" 
No.  891 — One  Light 


No.  5001 

Leaded  Glass  Barrel 


No.  5064 — Wood  Cross  Arm  Stained 


No.  761— Ext.  6' 


HANGING  FIXTURES  4  FT.  OVER  ALL 


1/8  SCALE 


No.  625L 


751— Ext.  6" 


FINISHES-SWEDISH  OR  RUSTY  IRON 

=■'.  ■■■  -  54  — 


1/8  SCALE 


NATURAL  RUSTIC  LOGS 


No.  9044—4  Lights 
No.  9046 — 6  l  ights 


FINISHES-SWEDISH  OR  RUSTY  IRON  HANGING  FIXTURES  4  FT.  OVER  ALL 


No.  234 — Metal  Shade 
No.  234/1—1  Light 
Ext. 


No.  9042 

CLASS-FROSTED 


No.  5082 

No.  5083—3  Lights 


No.  681— Ext.  lYt* 


No.  781— Ext.  8Ytn 


No.  5034 — Metal  Shades 

No.  5024 — With  4  Lanterns 
as  on  5082 


1/8  SCALE 


FINISHES-PEWTER  OR  ANT.  BRASS 

.  56  ===============  - ■■  1/4  SCALE 


No.  504— Ext.  W 
No.  5042 — 2  lights 


No.  6302— Ext.  4 Ms" 


No.  507— Ext.  5Mj" 
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1/4  SCALE 


No.  6023 


No.  6009 


No.  6206 


A 


No.  6211 


No.  611 


No.  601 


No.  610 
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DISTINCTIVE  CREATIONS 


11 04— Ext.  ^ 
Made  in  Pairs 
Right  &  Left 


No.  1100 — Convex  Mirror  Back 
Hg.  13%"  Wd.  10%"  Ext.  5" 


Leaded 


Seed  y  Crystal 


Diam 


No.  6503 


I  1”  Diam 


PERIOD”  BRACKETS  &  WALL  SCONCES 
ON  REQUEST 


SPECIAL 


wr 
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4^1 

No.  1101— Ext.  5%" 

■■■-  5  9 


No.  81 


1/4  SCALE 


Jo.  93— Wd.  11  V±"  Hg.  11  %"  Ex}.  4%" 


No.  94— Wd.  4% "  Hg.  10%" 
Ext.  4%" 


FINISH  -ANTIQUE  ZINC 


MIRROR  BACK  SCONCES  Cr  CEILING  REFLECTORS 


No.  90— Wd.  11%"  Dp.  9" 


No.  91— Wd.  8%"  Dp.  5" 


No.  92— Wd.  6"  Hg.  10%"  Ext.  3%" 


1/4  SCALE 


No.  742- 

10%" 

Glass 

Leaded 

No.  740- 

8%" 

ii 

II 

No.  744- 

12" 

ii 

II 

No.  748— 

14" 

m 

II 

No.  752 — 12"  Glass  Leaded 
No.  730 — 10"  "  " 

No.  754—14"  11 


No.  762—12"  Glass  Leaded 
No.  760—10"  11  <! 

No.  764 — 14"  11  11 


GLASS-ANT.  AMBER  OR  ANT.  CRYSTAL 

No.  85 


No.  56 


FIN1SHES-STAT.  BRONZE  OR  SWEDISH  IRON  OR  VERDE  No-  65  11 "  Wd 
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No.  6210—10"  Class 
No.  6  2  12—12"  Class 


6013—10' 
6016—12 
7014 — 14 
7016 — 16 


CLASS-OPAL 


No.  6207 


No.  6203 


FINISHES-SWEDISH  OR  RUSTY  IRON  OR  STAT.  BRONZE 
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No.  6011 — Ext.  3" 
1/6  SCALE 


63 


CLASS-OPAL  OR  ANT.  AMBER 


FINISHES  SWEDISH  OR  RUSTY  IRON  OR  BRONZE 


EXTERIOR  LANTERNS 


FINISHES-  SWEDISH  OR  RUSTY  IRON  OR  BRONZE 


No.  6074 

,  No.  6075—9"  x  12"  Cyl. 


Hg.  23"  to  Loop  CLASS- FROSTED  OR  ANT.  AMBER 

=  64  =========^  V4  SCALE 


i 


■V 


No.  5014— Hg.  O.  A.  31  %" 
Hg.  of  Lantern  Body  20  M" 
Wd.  of  Lantern  body  6%" 
Ext.  9" 


GLASS-FROSTED  OR  ANT.  AMBER 


FINISHES-SWEDISH  IRON 
OR  RUSTY  IRON  OR  BRONZE 


'  ; 


swssss 


No.  6022— Ext.  9%" 


6031 

6032— Wd.  12"  Hg.  37  y2"  to  Loop 


1/4  SCALE 


No.  6005 


No.  6025— Wd.  1  4"  Hg.  32"  to  Loop 
No.  6035— Wd.  18"  Hg.  52"  to  Loop 


1/4  SCALE 


Wall  Pocket 
No.  604 — Ext.  4" 


Ruby  Glass  Cup 


No.  6044 — Wd.  1  1 " 
Hg.  of  Lantern  Body  19%" 


No.  6037 


CLASS-SILVERLITE  FROSTED  OR  ANT.  AMBER 


OTHER  DESIGNS  ON  REQUEST 

FINISHES  SWEDISH  OR  RUSTY,  IRON  OR  BRONZE 


No.  6004 


FINISHES-SWEDISH  IRON 


No.  7002 — Wd. 
No.  7003— Wd. 


14"  Hg.  36"  to  Loop 
1  8"  Hg.  55"  to  Loop 


OR 


RUSTY  IRON  OR  BRONZE 


GLASS-SlLVERLITE  FROSTED  OR  ANT.  AMBER 


No.  6030 
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No  7135 


No.  7136 — Wd.  10"  Hg.  25"  to  Loop 
Glass  Bottom 

No.  7137 — Wd.  12"  Hg.  30"  to  Loop 
Glass  Bottom 


No.  6046— Wd.  12"  Hg.  24"  to  Loop 
Hinged  Bottom 

No.  6036— Wd.  14  "  Hg.  34"  to  Loop 
Hinged  Bottom 


FINISHES-SWEDISH  IRON  OR  RUSTY  IRON 
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1/4  SCALE 


=3= 


FOR  EFFECTIVE  WIDE  AREA  LIGHTING 
EMBODIES  THE  “STUDY  LAMP”  PRINCIPLE 


THREE  INTENSITY  UNITS 


No.  500 — For  100  Watt 
No.  500B — Brass  Shade 
No.  500 E — Enamel  Shade 
No.  505— For  40-60-100  Watt 
Shade  14"  Diam. 

No.  600— For  50-100-150  Watt 
Shade  15"  Diatn. 


SWITCH 


No.  160 — For  60  Watt 
Ext.  IVi" 
Shade  7" 


FINISHES -ANTIQUE  BRASS  &  PEWTER  FIN.  SHADE 


No.  1600—100-200-300  Watt 
Shade  20"  Diam. 

No.  1600B— With  Brass  Shad 
No.  1400— 50-100-150  Watt 
Shade  17"  Diam. 

No.  1701—200-300-500  Watt 
Shade  20"  Diam. 


SWITCH 


1/4  SCALE 


DINING  ROOM  LIGHTING 


No.  6883 — With  Holophane  Square  Control'ens 
1  50  Watt 


"CONTROLENS” 


No.  7122 — With  Holophane  Controliens 
1  50  Watt 


No.  7121— Wall  Pocket 
Ext.  5" 

Luminous  Side  Panels 


Class 


No.  6882—  Wall  Pocket 
Ext.  5  y2" 

Ribbed  Class  Bottom  Panel 
Luminous  Side  Panels 


R  os  e  tte 


No.  71210 — With  Holophane  Control  Lens 
150  Watt 

FINISHES-BONE  WHITE  WITH  SATIN  C.  TRIM  OR  SATIN  C. 

WITH  GOLD  TRIM 

—  70  ___  1/4  SCALE 


CONTROLENS 


LIGHTING 


No.  1 942— 4-1  2”  Controlens 

No.  1922-2-12”  Controlens 
Ref.  horizontal  Ip.  pos’n 
for  200-300  watts  (per  lens) 


Metal 


SURFACE  TYPES 


Mil 


SIwLAx  \V. 


Controlens 


No.  1520—1-12 

Ref.  horizontal  !p-  Pos 
for  200-300  watts 
No.  1580-l-8y2 
Ref.  horizontal  Ip 
for  1  50  watts 


Controlens 

pos’n 


SPECIAL  SIZES  ON  REQUEST 


FINISHES — SPRAYED  ALUMINUM  OR  PRIME  COAT 


No.  1322 — 2-12”  Controlens 
No.  1321 — 1-12”  Controlens 
Prismatic  Ref.  vertical  Ip.  pos’n 

for  200-300  watts  (per 


1  /4  SCALE 


Finishes — Satin  SP.  Aluminum  or  Prime  Coat 


SEMI-FLUSH  TYPE 


Flashed  Opal 


Crystal  Etched  Panels  &  Wing  Plates 


No.  1722- — 2-12”  ITolophane  Controlens 
Pol.  Refl.  Vert’l. 

For  200  or  300  Watt 


No.  1728 — 2-  -8 l/z”  Holophane  Controlens 
Pol.  Refl.  Vert’l. 

For  100  or  150  Watt 


No.  1712 — 12”  Holophane  Controlens 
Pol.  Refl.  Vert’l. 

For  200  or  300  Watt 


No.  1708 — 8hC'  Holophane  Controlens 
Pol.  Refl.  Vert’l. 

For  100  or  150  Watt 


u 

N 

No.  1732 — 3-12”  Holophane  Controlens  T 

Pol.  Refl.  Vert’l.  1 

For  200  or  300  Watt  S 

No.1738 — 3  S'/i”  Holophane  Controlens 
Pol.  Refl.  Vert’l. 

For  100  or  150  Watt 


1/4  SCALE 


:  OPTICAL  CHARACTERISTICS: 

In  the  design  of  the  three  general  optical  types  : 

1.  Where  the  lamp  is  vertical  with  a  prismatic  reflector 
a  variable  light  distribution  is  possible. 

2.  With  lamp  vertical,  prismatic  reflector  but  fixed  lamp 
position  and  resultant  fixed  light  distribution. 

3.  Lamp  horizontal  and  with  small  chromium  plated 
reflector. 


ENGINEERING  AND  ESTIMATING  DATA 

•  HOLOPHANE  * 
‘CONTROLENS’’  LIGHTING” 


This  data  will  permit  the  presentation  of  a  pre¬ 
liminary  proposal.  If  acceptable  in  principle,  a  com¬ 
plete  detailed  specification  covering  the  engineering 
features  can  be  prepared  from  this  data  by  the 
Engineering  Department  and  accurate  costs  can  be 
submitted  — 


OTHER  DESIGNS  ON  REQUEST 


FLEXIBILITY  OF  DISTRIBUTION 


These  Controlenses  have  variable  light  distributions  that  can  be 
arranged  between  the  limits  shown  on  the  distribution  curves. 


Nos.  7-14,  745- VF,  769-VF,  774-VF,  739  and  765  used  for 


Nos.  744— 745VF 
and  789VF 


No.  774-VF 

The  lamp  position  be¬ 
hind  the  Controlens 
can  be  arranged  to  pro¬ 
duce  any  light  distri¬ 
bution  varying  from  A 
to  B  or  C  as  indicated 
in  the  distribution 
curves  above  except  in 
the  case  of  No.  774VF 
lens  where  the  distri¬ 
bution  is  fixed. 


No.  790- VF 


Non.  790-VF  and  79G-VH  for  special  application 


SPECIAL  SIZES  AND  FINISHES  ON  REQUEST 


^  No.  6880 — Opal  glass  cylinder 

No.  6881 — Metal  Cylinder 
With  -8l/2”  Round  Controlens 
Pol.  Ref.  vertical  Ip.  pos’n  for  1 50  watts 


No.  6828-1 — 8i4”Square  Controlens 
Pol.  Ref.  vertical  Ip.  pos’n 
for  1  50  watts 

No.  6812-1 — 1  2”  Square-Controlens 
Pol.  Ref.  Vertical  Lp.  Pos'n 
for  200-300  watts 


No.  6810-1 — 8Y2’  Round  Controlens 
Pol.  Ref.  for  100  watts 


OTHER  DESIGNS  ON  REQUEST 


No.  6808-1 — 8^4”Round  Controlens 
Pol.  Ref.  horizontal  adj’t. 
for  200-300  watts 


FINISH-SATIN  C.  OR  PRIME  COAT 


1/4  SCALE 


Metal 


SURFACE  TYPES 


“CONTROLENS” 

LIGHTING 


FLUSH  TYPE 


h 

_  V  .  ^  ju 

A"  '“X** 

■"•rv5 

;;  ©  v. 


No.  68  38-1 — 8 y2”  Square  Controlens 
Pol.  Ref.  vertical  Ip.  pos’n 
for  1  50  watts 

No.  6802-1  — 12”  Square  Controlens 
Pol.  Ref.  Vertical  Lp.  Pos’n 
for  200-300  watts 


ZC  //A\  wZmrOJHZOn  mZ>mOrOI 


SEMI-FLUSH  TYPE 


“CONTROLENS”  LIGHTING 


FLUSH  TYPE 


(Insert  Box  Size) 


WD. 

1214” 

x  2434” 

—  HG. 

7J4” 

WD. 

1254” 

x  3634” 

—  HG. 

734” 

WD. 

2454” 

x  2434” 

—  HG. 

754” 

SURFACE  TYPE 


Hinged 
£d  ge  Member 


( Insert  Box  Size) 

No.  1512 — 12”  Holophane  Controlens  WD.  1254”  x  1214”  —  HG.  1134” 
Prismatic  Refl.  Vert’l. 

For  200  or  300  Watt 

No.  1508 — 814”  Holophane  Controlens  WD.  834”  x  834”  ' —  HG.  9J4” 
Prismatic  Refl.  Vert’l. 

For  100  or  ISO  Watt 


No.  1522 — 2-12”  Holophane  Controlens 
Po.  Refl’s  Horizontal 
I  For  200  or  300  Watt 

No.  1532 — 3-12”  Holophane  Controlens 

s. 

No.  1542 — 4-12”  Holophane  Controlens 

As  No.  1942 


Flashed  Opal 


No.  1312—12”  Holophane  Controlens 
Prismatic  Refl.  Vert’l. 

For  200  or  300  Watt 

No.  1308 — 8 J4”  Holophane  Controlens 
Prismatic  Refl.  Vert’l. 

For  100  or  150  Watt 


(Insert  Box  Size) 

WD.  io"  X  10"  —  HG.  654” 

WD.  634”  x  6 J4”  —  HG.  454” 


No.  332 — 12”  Holophane  Controlens 
Po.  Refl’s  Horizontal 

Finishes —  SP.  Aluminum  or  Prime  Coat  For  200  or  300  Watt 

No.  3  38 — 854”  Holophane  Controlens 
Po.  Refl’s  Horizontal 
For  100  or  150  Watt 

SPECIAL  SIZES  AND  FINISHES  ON  REQUEST 
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Mirrored  Reflector 


No.  6948 1-For  500  Watt  Lamp 
No.  6948-3 -For  200-300-500  Watt 
3  Intensity  Lamp 
Hg.  15"  Wd.  11"  Ext.  11*4" 
Uses  Permaflector  No.  990 


“PORTABLE”  ADJUSTABLE  BORDER  LIGHT 


No.  6946-1-For  200  Watt  Lamp 
No.  6946-3-For  50-100-150  Watt 
3  Intensity  Lamp 
Hg.  11"  Wd.  9"  Ext.  &■' 
Uses  Permaflector  No.  770 


Side  View  As  Border  Type 


APPARENT  CANDLEPOWER 

DISTRIBUTION 

N2  990 

300  WATT 

LAMP 

Side  View  As  Bracket  Type 


Mirrored  Reflector 


WALL  URN 


CAST  ALUMINUM 


Face  View 


No.  900 — Portable,  Adjustable 
Border  Light 
Medium  Base  For 
300  Watt  Lamp 
Diamond  Chromnloid  Reflector 


FINISHES -ENAMEL  COLORS  OR  PRIME  COAT 

•  . -- . . 7  5 


1/4  SCALE 


No.  614 — Surface  Type  Ext.  3%" 
White  Glass  Painted  Red  Letters 
AVAILABLE  'MEN’  ‘WOMEN’ 

FINISH  BLACK 


No.  714 — Surface  Type  Ext.  3%" 

No.  612 — Surface  Type  Ext.  3  Mt" 
Hg.  6"  Wd.  12" 

White  Glass,  Painted  Red  Letters 

FINISH  BLACK 


FRAME 

No.  212 — 6y2"xl2" 

INSERT 

sy2  xi  i" 

4" 

LETTER 

No.  209 

4  y2  "x  9" 

3  y2  "x  8" 

2" 

99 

No.  215— 

9"xl 5" 

7%"xl3y2" 

6" 

99 

INSERTS  3%*  DEEP 
White  Glass,  Painted  Red  Letters 
AVAILABLE  ‘MEN’  ‘WOMEN’ 
FINISHES- POLISH  CHROME  OR  BRONZE 


No.  7  82 — 1-12"  Lumiline 


Letters  Perforated 


No.  772— Double  Face 
No.  772  *£ — Single  Face 
Black  Glass  With  Carved  White  Letters 

FINISH  -STAT.  BRONZE 


1 

\ 


No.  224 — Surface  Type 
Ruby  Glass  With  Carved  White  Letters 

ALSO  AVAILABLE  MEN  WOMEN 


SPECIAL  SIZES — LETTERING  ON  REQUEST 
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1/4  SCALE 


Painted  Letters 


No.  771 — Flush  Type  Depth  4%# 
No.  770 — Surface  Type  Ext.  3%" 


Frame 

CAST  BRONZE 


No.  615 

Black  or  Sp.  Bronze 


No.  870 — Surface  Type  Ext.  3%" 
No.  871 — Flush  Type  Depth  4 y2" 


Frame 

CAST  BRONZE 


SPECIAL  SIZES  Gr  LETTERING  ON  REQUEST 


CTii '  >i'-v!riirili.i;iwiiwrn«g. 


FINISHES-STAT.  BRONZE  OR  SATIN  CADMIUM 

Ruby  Glass  Carved 


No.  470 — Surface  Type  Ext.  3%" 
No.  471 — Flush  Type  Depth  4 Ms" 
‘In’  or  ‘Out’  with  Directional  Arrow 
or  ‘Exit’ 

White  Letters  Hinged  Frame 


7  7 


CAST  BRONZE 


1/4  SCALE 


No.  592 — Single  Face 
12"  Lumiline 
Hinged  Top 

No.  598 — Double  Face 
12"  Lumiline 


No.  472 — Single  Face 
12"  Lumiline 
Hinged  Top 


No.  458 — Double  Face 
18"  Lumiline 


No.  448 — Single  Face,  Metal  Back 
18"  Lumiline 


OBTAINABLE  WITH  LETTERING,  ‘MEN’  ‘WOMEN’  OR  ‘EXIT’ 


CRYSTAL  GLASS,  CARVED  LETTERS 


No.  452 — Single  Face,  Metal  Back 
12"  Lumiline 


SPECIAL  SIZES  &  LETTERING  ON  REQUEST  FINISH  BRONZE,  OR  SATIN  CADMIUM 

,=======*==  —  7  8 


1/4  SCALE 
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1/6  SCALE 
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Chromoloid  Reflector 


•  V-  ■ 


No.  720  OBLONG  TYPE 


Frame 

Box 

No. 

720/9  —  9" 

X 

454" 

8" 

X 

3  A" 

No. 

720/12—12" 

X 

654" 

11" 

X 

5  A" 

No. 

720/15—15" 

X 

9" 

1354" 

X 

754" 

No. 

720/28—18" 

X 

6" 

1654" 

X 

454" 

No. 

720/13—14" 

X 

454" 

13" 

X 

3  J4" 

No. 

720/18—18" 

X 

8" 

16  >4" 

X 

6 54" 

No. 

720 /22— 22" 

X 

6" 

20}4" 

X 

4J4" 

No. 

720  /32— 22" 

X 

8" 

2054" 

X 

654" 

No. 

720/20—20" 

X 

454" 

19" 

X 

3}4" 

_  _  -  — 

— 

— 

- 

—  _ 

for  12"  Lumiline 


for  18"  Lumiline 


No.  710  ROUND  TYPE 


No.  710/8 

Frame 

8" 

Box 

654" 

No.  710/9 

9" 

754" 

No.  710/11 

11" 

954" 

No.  710/12 

12" 

1054" 

No.  710/14 

14" 

1154" 

No.  710/15 

1554" 

14" 

No.  721  SQUARE  TYPE 


Frame 

No.  721/8  —  8"  x  8" 
No.  721/10—10"  x  10" 
No.  721/12—12"  x  12" 
No.  721/14—14"  x  14" 
No.  721/16—16"  x  16" 
No.  721  /18 — 18"  x  18" 


Box 

7"  x  7" 

8 y2»  x  s'A" 
10  J4 "  X  10 LI" 
125.2"  X  1254" 
1454"  x  1454" 
1654"  x  16 54" 


NO.  25  DISPLAY  BOARD 


LIGHTING 


No.  820  VAPOR  PROOF  OBLONG  TYPE 

No.  820/12  Box  5{4 "  x  11" — frame  6J4"  x  12"  up  to  100  watt 
No.  820/10  Box  8 J4"  square — frame  10"  square 


U - -,1 


Lens 


Chromoloid  Reflector 


No.  719  ROUND  TYPE 

No.  719  Frame  6J4"— Box  4"— Lens  5"  Up  to  60  watt 


SPECIAL  SIZES  AND  FINISHES  ON  REQUEST 


Non-Fireproof  Installation  (Inspectors  Requirements) 
Asbestos  Insulation  (Slightly  extra) 


SPECIFICATIONS 

BOX  HEAVY  GAUGE  COATED  IRON 
ELECTRICALLY  WELDED  JOINTS 
AMPLY  VENTILATED 
APPROVED  WIRING  MATERIALS 


8  3 


1/4  SCALE 


NO.  26  DISPLAY  BOARD 


v 


No.  920  OBLONC  TYPE 

Frame  Box 

No.  920/9  —t'/z"  x  3  i'/t”  x  8" 

No.  920/12—  6^'  x  12" — S/2"  x  11" 
No.  920/15—9  "  x  15"  —  7J4"  x  13 


"TV 


\ 


LIGHTING 


No.  790  OBLONC  TYPE 

No.  790/12— Frame  6J/>"  x  12"— Rox  3/"  x  11' 
No.  790/15 — Frame  9"  x  15"  Box  Uy2"  x  7J4" 
No.  790/28 — Frame  18"  x  6"  Box  16J4"  x  4>4" 


CSV 


>\ 

'\ 


ROUND  TYPE 


Frame  Box 

No.  925/8  -8  "  X  8  " -7"  X  7"  SPECIAL  SIZES  AND  FINISHES  ON  REQUEST  *up  to  100  wa,t 

No.  925/10—10"  x  10"  —9"  x  9" 

No.  925/14— 14"  x  14"— 12^"x  12^"  SPECIFICATIONS 

BOX  HEAVY  GAUGE  COATED  IRON 

For  Non-Fireproof  Installation  (Inspectors  Requirements)  ELECTRICALLY  WELDED  JOINTS 

Asbestos  Insulation  (Slightly  extra) 


AMPLY  VENTILATED 
APPROVED  WIRING  MATERIALS 


84 


1/4  SCALE 


ROUND  TYPE 


ROUND  TYPE 


Silver  Bowl  Lamp  .  ^ 


No.  9110 — 75-100  watt 
Wd.  12%"  A-5%"  B-6%*  C-6' 

No.  9111 — For  150-200  watt 
Wd.  1 4"  A-6"  3  -  7  V2  "  C  -  7  ' 


No.  9120— For  75-100  watt 
Wd.  12%"  A-5%"  B-9"  C-6 ^4 


No.  9121 — For  150-200  watt 
Wd.  14%"  A-6%"  B-10%"  C-7^4 


LIGHTING 


Chromoloid.  Reflector 


Chromoloid.  Reflector 


No.  831  SQUARE  TYPE 

Frame  Be 

No.  831/8  —  8"  x  8"  7"  > 

No.  831/10—16"  x  10"  854  ft  : 


No.  780  SQUARE  TYPE 

No.  780/10  Box  7]/2 "  square — etched  plate  glass  10"  square 
No.  780/14  Box  10J4"  square— etched  plate  glass  14"  square 


s>:a.'.v 


No.  7  29  ROUND  TYPE 

up  to  100  watt 


No.  795  ROUND  TYPE 

No.  795/11 — Frame  11"  diam.  Box  9}4"  dianj, 
No.  795/14  ”  14"  diam.  Box  12"  diam. 


No.  750 
No.  750/10  Box  7J4”  diam. 

No.  750/14  Box  1014”  diam 


ROUND  TYPE 

etched  plate  glass  10”  diam 
etched  plate  glass  14”  diam. 


UUT7J  7>//\ 

SPECIAL  SIZES  AND  FINISHES  ON  REQUEST 

For  Non-Fireproof  Installation  (Inspectors  Requirements) 
Asbestos  Insulation  (Slightly  extra) 

Add,  (A)  prefix  to  Style  Number 


SPECIFICATIONS 


BOX  HEAVY  GAUGE  COATED  IRON 
ELECTRICALLY  WELDED  IOINTS 
AMPLY  VENTILATED 
APPROVED  WIRING  MATERIALS 
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1/4  SCALE 


“  PINHOLE  SPOTLIGHT” 


mg  xoom  Sable.  If  makes  fhe 
fable  fhe  uer.Soz  of  inferesf; 
]  adds  io  iis  sparkle;  enhances 
-‘if  ihe  china  and  glass.  ™ 


Access  plate 

( Insert  Box  Size) 

No.  79  54-  Diam  9"  Dp.  7%" 

Finish : —  Face,  frame  and  removable  access 
plate  Prime  Coat 


DATA  — 

Provision  should  be  made  to  establish  a  wall  of 
at  least  2”  of  Rockwall  or  similar  insulation 
material  around  and  on  top  of  housing. 

Unit  is  made  to  slip  through  opening  9%’’ 
diameter,  splice  box  is  provided  and  an  aper¬ 
ture  permits  the  sliding  through  of  this  member 
from  the  inside  of  housing. 

Lens  cartridge  “A”  is  arranged  with  four  inde¬ 
pendent  adjustable  baffles  “B”  which  permits 
a  flexible  pattern  on  object  below. 

There  is  also  focal  adjustment  "C”  for  shar¬ 
pening  of  beam  plus  or  minus  in  cartridge 
member. 

Standard  C.  E.  projection  lamps  are  recom¬ 
mended. 

100  watt  P75  for  low  mounting 
250  watt  C30  for  medium  mounting 


FLUSH  &  SEMI-FLUSH  TYPE 
‘  FRESNEL  DOWN  LIGHTS” 


(Insert  Box  Size)  Lens 


No.  791 4-  Wd.  I  4" Dp.  7  %  "  14’  Diam.  for  200-300  watt  Med.  Base  S k. 
No.  7912-Wd.l2"Cp7%"l2"  Diam. tor  TOO- 1  50  watt 


r  ~ 


~l 


"l 
'// 


^  Pol.  Ref. I 


SEMI-FLUSH  TYPE 


( Insert  Box  Size)  Lens 

No.  79Q4-Wd.l  4"  Dp.  3  %  1  4”Diam.  for  200-300  watt  Med  Base  Sk. 

No.  7902-Wd  1 2"  Dp  3  V2il  2" Diam  for  100-150  watt 


Half  Ref’d  Plan 


FINISH-SATIN  C.  OR  PRIME  COAT 


1/4  SCALE 


'  -  ~  Pol.  Ref. 

-V 

iU 

\ 

\ 


FLUSH  TYPE 


'] 


■  ! 


No.  9057 


No.  9058 


finishes-swedish  or  rusty  iron  -class-opal 


1/6  SCALE 


! 


1/6  SCALE 


OTHER  DESIGNS  ON  PAGE 


NO.— 62-63-64- 65-66-67- 68 


INTERIOR  LANTERNS 


No.  80  46—  Wd.  13"  Hg.  32" 
No.  804  7 — -Wd.  1  6"  Hg  4  5" 


GLASS-SILVERLITE  FROSTED  OR  „„„„ 

No.  803  9  — Wd.  19  Hg  40"  to  Loop 

ANT.  AMBER 

No.  8038  — Wd.  12"  Hg.  2  8"  to  Loop 
FINISHES- SWEDISH  OR  RUSTY  IRON 

=======  8  8  . — . .  1/6  SCALE 
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PRICE  LIST  CATALOG  No.  38 


FEBRUARY  1,  1938 

(Superseding  all  previous  price  lists.) 


CODE 

FOR  STANDARD  FINISHES  AND  GLASS  APPLYING  TO  PRICE  LIST 


Standard  Finishes 


Standard  Glass 


AB— ANTIQUE  BRASS 

AS — ANTIQUE  SILVER 

B  — BLACK 

BG — BLACK  &  COLD 

BO— BLACK  &  OLD  BRASS 

BR — STATUARY  BRONZE 

C  — COLONIAL  BRASS 

CS — COPPER  &  SWEDISH  (Two 

CH— POLISHED  CHROMIUM 


DC— SATIN  CHROME 
EE— EARLY  ENGLISH 
LB— ANTIQUE  BRONZE 
P  — PEWTER 
R I— RUSTY  IRON 
SC — STAINED  COPPER 
SI— SWEDISH  IRON 
Tone)  V — VERDE 

Al — ANTIQUE  IRON 


1  —CRYSTAL 

2—  AMBER 

3 —  FROSTED 

4 _ CLEAR 

5 —  %  FROST  CHIMNEY 

6 —  AMBER  &  FOAM  COLOR 

7—  FLASH  OPAL 

8—  ANTIQUE  AMBER 

9—  SATIN  FLUTED 
10— FLASHED  AMBER 
1  1 — SILVERITE 

12— IVORY 


ALL  CHAIN  PENDANT  FIXTURES  ARE  FURNISHED  42”  OVERALL 


ADDITIONAL  CHARGE  WHERE  LONGER  LENGTHS  REQUIRED 

FOR  COLONIAL,  ANTIQUE,  OR  ENGLISH  BRASS  FINISHES  WHERE  NOT  LISTED,  ON  ITEMS  MADE  OF  COPPER  OR 

BRASS  ADD  10%  TO  LIST  PRICE 


Standard  Package  Quantity:  4  ONE  FINISH  AND  DESIGN  OR  8  ASSORTED 

Prices:  Subject  to  change  without  notice.  All  prices  are  quoted  F.O.B.  our  factory.  SPECIFY  PREFERRED  TRANSPORTATION. 
Terms:  1  %  1  5  days  or  net  30  days  to  firms  rated  in  Dun  and  Bradstreet’s  or  furnishing  satisfactory  credit  references. 


NUMBER 


Lites 


10 . 

...  9.60.. 

.42  .. 

.1 

11 

...  18.00.. 

..42.. 

..2 

15 . 

...  12.00.. 

.61  .. 

.1 

22 . 

..  13.50.. 

..18.. 

..1 

22CB 

...  13.50.. 

.18.. 

.1 

23 . 

...  15.00.. 

.18.. 

..1 

23CB 

...  15.00. 

..18 

.1 

25 . 

...  58.65.. 

.  83  . 

26 . 

...  59.25.. 

.  84  . 

026 . 

...  19.75. 

.12 

.1 

35 . 

...  11.25.. 

.18  . 

.1 

036 . 

...  18.00. 

..12 

1 

45 . 

...  15.75.. 

.16 

.1 

45CB 

...  15.75. 

..16 

.1 

046 . 

...  19.50. 

.12 

.1 

54 . 

...  37.50 

..18. 

.1 

55 . 

12.00 

.  26  . 

.1 

56 . 

...  9.00.. 

.61 

.1 

056 . 

...  25.50 

..12 

.1 

58 . 

...  20.25. 

.  26  . 

..1 

63 . 

...  6.30. 

.  27  . 

.1 

64 . 

...  5.85.. 

.  27  .. 

..1 

65 . 

...  10.50. 

.61  . 

1 

66 . 

...  6.30 

.  27  . 

..1 

066 . 

...  22.50. 

..12 

.1 

67 . 

...  6.30.. 

.  27  . 

.1 

067 . 

...  48.00. 

..12 

.1 

068 . 

...  72.00. 

..12 

.1 

69 . 

...  12.00. 

30. 

..1 

70 . 

...  4.95.. 

.46  . 

.1 

72 . 

...  12.00. 

.30. 

.1 

74 . 

...  23.25. 

.17.. 

.1 

75 . 

...  6.90 

.  24  . 

.1 

76 . 

...  9.60.. 

.  30  . 

.1 

DESCRIPTION 
(See  Code  Above) 


..Board  Comp. 
..Board  Comp. 


.2-3 


.2-3 


..7 


NUMBER 


LIST 

PRICE 

WIRED 


Page 


No. 


Lites 


DESCRIPTION 
(See  Code  Above) 


NUMBER 


LIST 

PRICE 

WIRED 


Page 


No. 


Lites 


DESCRIPTION 
(See  Code  Above) 


78 .  1 2. 00.. ..42  ....  1 . Vaporproof 

80  .  15.75....30....1 

81  .  27. 00. ...59  ....1 . BO-4 

85  .  11.25. ...61  ....1 

86  .  48.00  ... 10.... 1 

90  .  19. 50. ...60  .  ..1 

91  .  16.50. ... 60  ...1 

92  .  22.50....60  ...1 

93  .  23.25. ...60  .1 

94  .  17.75... .60  ....1 

95  .  14.25... .17  .1 

102CB .  17.25.... 18.. .1 

106 .  15.00....52  ...1 

108  .  18. 75... .52  .  ..1 

109  .  12.00. ...52  ...1 

111  .  15.00....52  .  .2 

112  .  25. 50.... 52  .  .2 

113  .  18.00....52  ...2 

114  .  20.25....  16  ...  1 

114CB .  20.25.... 16  ..  .1 

114% .  19.50  ...16..  . 1 

115  .  27. 00... .52  .  .2 

118 .  21.00...  14..  . 1 

120  .  3.95....37....1 

120R .  7. 50. ...37  ....1 

121  .  4. 65. ...37  ....1 

122  .  9.00.... 39  ...  1 . 7 

123  .  13. 50. ...29  ....1 

124  .  5.55. ...37  ....1 

126 .  13. 50.. ..29  ....1 

128 .  14.25.... 39... .1 . 7 

136 .  14.25... .  17.  ...1 

156 .  27.00.... 17..  . 1 

160 .  12.00....69....1 

163 .  10.50....23....1 


180  .  5.70. ...37  ....1 

180R .  10.50.... 37. ...1 

181  .  6.45.... 37  ....1 

184 .  7.50.... 37  ...1 

201  .  42.75.... 18. ...1 

202  .  17.25... .36  ....2 

204  .  3. 75. ...46  ....1 

205  .  18.00. ..  .30  .1 . 3-4 

209 .  10.50....76....1 

212 .  13.50.... 76... .1 

215 .  18.00. ... 76... .1 

218 .  22.50.... 36... .2 

220F .  15.75.... 38.... 1 

224 .  6.00... 76.... 1 . B-BR 

228F .  21.75... 38.... 1 

232 .  12.00. ...36... .2 

234 .  15.00  ... 55  ..  .2 

234/1 .  1 1.25. ...55  ....1 

238 .  15.00... .36  2 

242  .  96.00....  7  1 . 4 

243  . 159.00....  7.1 . 4 

244  .  75.00....  7....1 . 3-4 

245  . 120.00....  7  1 . 3-4 

252  .  14.25....26....1 

253  .  1 4.25.... 26... .1 

282 .  18.00.... 36... .3 

284 .  15.75. ... 25... .1 . SC-V 

293 .  9. 75. ...29  ....1 

296 .  9. 75... .29  ....1 

305  .  15.75. ... 13. -.1 

306  .  30.00  ... 31... .1 . B 

310 .  8.25....44....1 . CH-DC-7-12 

312 .  9. 00. ...44  ...1 . Enamel  Colors 

312 .  13.50....44.1 . BR-CH-DC 


ALL  ABOVE  FIXTURES  LISTED  WILL  BEAR  UNDERWRITERS’  LABORATORIES,  INC.  LABELS  WHERE  REQUESTED. 


GRUBER  BROTHERS  72  -  78  SPRING  STREET 


NEW  YORK,  N.  Y. 


